Shaffer Hand Power Units 


All-purpose hand power 
unit. Shaffer “Come- 
Along” is equipped with 
five feet of 34 inch high- 
test chain. Tested to six 
thousand pounds. Price, 


$9.50. 

Shaffer “Little Samp- 
son’’ is equipped with 
four feet of 14-inch high- 
test chain. Tested to two 
thousand pounds. Price, 
$6.50. 











Send for cir- 
cular giving 
further details. 





